EXPANSION    OP   GASES
1.36629	1.36695
1.36645	1.36633
1.36593	1.36708
1.36610	1.36650
1.36585	1.36615
1.36590	1.36594
1.36615	1.36660
1.36591	1.36666
1.36708	1.36614
The mean of all these experiments is
1.36633.
It does not practically differ from that obtained in the former series.
THIRD SERIES OF EXPERIMENTS.
This third series of experiments was made by means of an ap-0"           0
FIG.   10.                       FIG.   II.                         pro.   12.
paratns copied from that described by Rndberg in his second memoir and which is represented in Pig. 3 [page 70 ],    The apparatus which I constructed is shown in Figs. 10, 11, 12. G                              89, c  ~       0.22 mm. ; we liave assumed 100 rf = 0.002349.
